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Message Text 


DRAFTED BY L/EA:SAORLINS:MAD 
APPROVED BY I ./F, A : FGVF.R VTT ,T .F, 
JUSTICE - MR. RISTAU (SUBSTANCE) 

EA/J MR. FEATHERSTONE 
DOD/ISA:LTC D P LOHMANN (SUBS) 
DESIRED DISTRIBUTION 
JUSTICE 

104195 142116Z/63 

R 141654Z MAR 78 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 


UNCLAS STATE 064909 


E.O. 11652: NA 


TAGS: ACLM, JA, MARR 

SUBJECT: JAPANESE CIVIL SUIT AGAINST U.S. FILED IN 1973 
RE USG USE OF TACHIKAWA SEWAGE FACILITIES 


REFS: TOKYO 15637 OCT 77; STATE 213370 SEPT 1974; 
TOKYO 12389 SEPT 1974. 


1 . CONSISTENT WITH U.S. PRACTICE IN SUCH CASES, UNTIL 
SUCH TIME AS THE USG HAS BEEN PROPERLY SERVED, WE WILL 
NOT TAKE A POSITION ON WHETHER WE WILL CONSENT TO BEING 
A DEFENDANT IN A SUIT. PROPER SERVICE WOULD BE THROUGH 
DIPLOMATIC NOTE TO THE EMBASSY. WHEN AND IF SUCH SERVICE 
IS MADE, WE WILL DECIDE WHETHER OR NOT WE WILL PERMIT THE 
USG TO BE A DEFENDANT IN THIS CASE. VANCE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CLAIMS, SEWAGE SYSTEM, GOVERNMENT DEBTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE064909 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SAORLINS:MAD 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 13-1 141 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780370/aaaacgxx.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: d7146ec7-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN L 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 TOKYO 15637, 78 STATE 213370 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 5 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3336799 
Secure: OPEN 
Status: NATIVE 

Subject: JAPANESE CIVIL SUIT AGAINST U.S. FILED IN 1973 RE USG USE OF TACHIKAWA SEWAGE FACILITIES 
TAGS: ACLM, MARR, JA 
To: TOKYO 
Type: TE 
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